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EDGAR  L.  KLINE 

Groiver  and  Importer 

LILY  BULBS  and  SEED 

Kilkare,  Route  1 

OSWEGO  -  -  -  OREGON 


Wholesale  Price  List  —  Fall  1937  —  Spring  1938 

IMPORTED  LILY  BULBS 


L.  LONGIFLORUM  VARIETIES 


L.  Longiflorum  Erabu 

Per  100  Per  Case 


7-  9"  .  $7.50  $18.00  (300  bulbs) 

8- 10" .  9.00  18.00  (250  bulbs) 

9- 11" .  11.25  18.00  (200  bulbs) 


L.  Longiflorum  Giganteum  (Northern  Grown) 


8-  9" 

9- 10"  . J 


\  Prices  on  application. 


L.  Longiflorum  Nobile  (Improved  Giganteum) 


7- 9"  .  7.50  18.00  (300  bulbs) 

8- 10"  .  9.50  19.00  (250  bulbs) 

Size  10  100  1000 

L.  Amabile . large  .65 -.,$  5.10  $45.00 

L.  Amabile  var.  Luteum  (Yellow) . /  ^  *. 

Flowering  1.75“* 

L.  Auratum  Platyphyllum . 7-  8/  1.0$  jfe 

8-  f  ^.40,— 

9  “ 

10 

L.  Batemanniae  .  6- 

“  7-  8" 

L.  Cernuum  (True) . medium 

**  large 

L.  Concolor  Korean  variety,  early  forcer 

medium  .50  3.95  35.00 

“  “  “  large  .65  5.10  45.00 

L.  Cordifolium  .  .85  6.75  60.00 

L.  Dauricum .  6-  7"  .90  7.30  65.00 


a 


u 


u 


u 


u 


u 


L.  Dauricum  var.  Luteum  (Yellow) 


L.  Elegans  Alice  Wilson . 

((  (C  U 

Atropurpureum  (Chikusa) 

Aureum  . 

Incomparable  Improved .  . 
Kinbusen  (Maculatum)  .  . 

Orange  Hirtellus . . 

Red  Improved  . 


4-  5" 

2.00 

15.75 

•  •  •  • 

4-  5" 

.80 

6.30 

56.00 

5-  6" 

1.15 

9.00 

80.00 

5-  7" 

1.00 

8.10 

72.00 

4-  6" 

.70 

5.65 

50.00 

5-  6" 

.90 

7.30 

65.00 

4-  5" 

.70 

5.65 

50.00 

5-  7" 

.70 

5.40 

48.00 

5-  7" 

.80 

6.30 

56.00 

L.  Formosanum  (late  variety) 

Size 

10 

100 

1000 

Improved  white 

3-  4" 

.40 

3.40 

30.00 

u  u  u  u 

4-  5" 

.55 

4.50 

40.00 

u  u  u  u 

5-  6" 

.70 

5.60 

50.00 

L.  Hansonii . 

7-  8" 

1.55 

12.40 

110.00 

U 

8-  9" 

1.85 

14.60 

130.00 

u 

9-10" 

2.10 

16.90 

150.00 

L.  Henryi  . 

8-  9" 

1.00 

7.90 

70.00 

a 

9-10" 

1.20 

9.55 

85.00 

iC 

10-11" 

1.50 

11.80 

105.00 

L.  Japonicum . 

4-  5" 

.90 

7.30 

65.00 

U 

5-  6" 

1.15 

9.00 

80.00 

L.  Maximowiczii  (Fujihirado)  .  . 

4-  5" 

.70 

5.65 

50.00 

L.  Medeoloides  . flowering 

.80 

6.30 

56.00 

L.  Nobilissimum  (Alexandrae)  .  . 

5-  6" 

2.50 

20.00 

•  •  •  • 

L.  Philippinense  Formosanum 

(see  L.  Formosanum) 

L.  Rubellum  . medium 

1.00 

7.90 

70.00 

L.  Speciosutn  Album . 

6-  7" 

1.25 

10.10 

90.00 

it  a 

7-  8" 

1.70 

13.50 

120.00 

u  u 

8-  9" 

2.00 

15.75 

140.00 

L.  Speciosum  Melpomene  Erecta  7-  8" 

5.60 

45.00 

•  •  •  • 

L.  Speciosum  Rubrum 

(Magnificum) 

7-  8" 

.75 

5.85 

52.00 

a  a  a 

8-  9" 

.90 

7.30 

65.00 

a  a  a 

9-10" 

1.15 

9.00 

80.00 

a  a  a 

10-11" 

1.40 

11.25 

100.00 

L.  Tigrinum  Flore  Pleno (double)  5-  6" 

.65 

5.05 

45.00 

L.  Tigrinum  Splendens  (single) 

7-  8" 

.75 

5.85 

52.00 

a  a  a 

8-  9" 

.90 

7.30 

65.00 

a  a  a 

9-10" 

1.05 

8.45 

75.00 

10  Price  applies  on  orders  for 

10  to 

25  bulbs  one 

variety 

and  size! 

100  Price  applies  on  orders  lor  25  to  250  bulbs  one  variety 
and  size. 

1000  Price  applies  on  orders  lor  250  or  more  bulbs  one  variety 
and  size 


Bulbs  offered  on  this  list  are  carefully  selected  from  top  quality  im¬ 
ported  Japanese  stock.  For  Northwest  grown  bulbs  see  our  green  list. 
Our  retail  catalogue  contains  descriptions  and  cultural  instructions. 

All  prices  are  F.  O.  B.  Oswego,  Ore.,  warehouse  and  are  subject  to 
change  without  notice. 

In  ordering,  kindly  specify  whether  shipment  is  wanted  via  parcel 
post,  express  or  freight. 

Terms:  2%  discount  for  cash  with  order,  or,  30  days  net  upon  suitable 
credit  references. 

Due  to  crop  conditions  it  is  sometimes  impossible  to  deliver  the  exact 
size  bulbs  ordered.  Our  growers  will  ship  smaller  or  larger  sizes  when 
exact  size  is  not  obtainable.  Price  will  be  adjusted  upon  receipt  of  bulbs. 

No  responsibility  will  be  taken  by  us  for  damage  to,  or  loss  of  goods 
occurring  in  transit,  nor  for  the  description,  productiveness  or  other 
quality. 

Any  claims  for  shortages  or  errors  must  be  made  within  five  days 
after  receipt  of  goods  as  we  will  not  be  responsible  after  that  time. 

All  offers  are  made  and  orders  accepted,  subject  to  the  outcome  of 
crops,  short  supply  and  to  the  arrival  of  goods  from  our  collectors  in 
different  parts  of  Japan  and  China.  We  take  no  responsibility  in  this 
connection. 


The  Ivy  Press  64435 


